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Received @ Dart November 23, 2012 Customer: HELISTREM INC 
Inspected@ Dart November 26", 2012 Customer Contact: MARK PISKURA 
Shipped from: COSTA MESA CA, USA 


Instructions for RA 111449 D350-607-511 B87122 CHG002 


Kit is complete 

Needs new paper work and labels 

Needs new BATCH # to go back into stock 
Needs new work order 


Time Estimate =1 HOUR ONLY (stores) 


Departments Required: Stores (restocking) 
Pictures Attached =NO 


QTY INSPECTED _ =xl 


THIS INSTRUCTION SHEET MUST 
BE ATTACHED TO THE 
RESTOCKING WORK ORDER AT 
ALL TIMES!!! 


